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3. REPORTING FACILITY (List all loc.itions where animels were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSfJjfes; 

See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attech additional sheets 0 necessary or use ARHIS FORM 7023A ) 

A. 

Arumais Covered 

By The Animal 

Welfare Regulations 

B. Nunrcer of 

animals being 
srsd. 

conditioned, or 
held for use in 
.eaching, testing, 
experiments, 
eaearch. or 
surgery but not 
/at used for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 

0. Number of animals upon 
iMtich experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for vdtich appropriate 
anesthetic, analgesic, or 
tianqulluing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropiriate 
anesthetic.analgesic. or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation ot 
the procedures producing pax) or distress in these 
animals and the reasons such drugs were not used 
must he attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
D^E) 

4. Dogs 






5. Cats 






6. GuinesPigs 






7, Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 
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12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1) Profe&sionnily acceptable standaros governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and iranquiiizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prindpai investigator has considered alternatives to peinhjf procedurea. 

3) This fsdiity is edhenng to the standards arxJ regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 

priTKapal investigator and approved by the Institubonal Animal Care and Use Committee (lACUC). A summsy of all the exceptions is attached lo thij annual rsport In 

** eddWBirlttl itt wWII tt i f at well « the species and'nuwMW'WWiWWIlWlF**** 


4) The attending vetennarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct ar>d complete (7 U.S.C. Section 2143) 

^ ' datesk»jeo 


{b)(6), {b)(7)c 


/c ^ 

• HEAOQUARTEitt 


V 1 1 



resulUfT^ ofd«« lo ceass and desist and to be subject to penalties as provided for in Section 21 SO. additional information. 
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REPORT Of ANIMALS USED BY OR UNDER CONTROL Of RESEARCH f ACILfTY (Attach adklitionat sbeefs if necessao or use ffWs tofmj 


A 

Animals Covered 

By The Aninral 

Welfare Regulations 

B. Number of 

animals being 
bred. 

conditioned, or 
held lor use In 
teaching, testing, 
experiments, 
research, or 
surgery bu« not 
yet used lor such 
purposes. 

C Number o4 
aninsals upon 
which leaching, 
research, 
experiments, or 
tests were 
corHJucied 
involving no 
pam. distress, or 
use ol pain- 
rettevirig drugs. 

0- Number ol anxnals upon 
which experiments, 
leachiirg, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress lo the animals 
and lor which appropriate 
anetihallc. analgesic, or 
Iranquili2ing drugs were 
used. 

L Number ol animals upon which leaching. 

experimenit, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use ol appropriate 
anesthetic, analgesic, or iranquiliztng drugs would 
have adversely aflecled the procedures, results, or 
interpretation of the teaching research, 
experiments, surgery, or tests. (An exp/anaffon of 
thm procedures producing pmin or dfslrest in fhete 
mnimmh end fhe rmmtont such drugM were nof used 
mud be edeched lo Ihh roportf. 
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assurance STATEMENTS 


T> FleBMMoMBf t 


t tWWfiiiiiy Ilia cate; tP e ei m eii l ; and uee of aniwialA iwcli i dino approHale mm of a wee ttx Uc. anaNpeeic. and franqtali/ino cimpe. p«Mr lo. dormo* 


and loMowinu actual research, teachrng, Inslirrg. surgery, or ejiperimerHation were killowed by this research lacilily 

2). Each priruripal invesligalor has considered alternatives to painlul procedures. 

3|. This laciNly is adhering to the standards and regulations under the Act. aiwJ it has required that cMeplions lo the standards ami regulalions be specified and explarned by the 
principal invesligalor and approved by the lnslitutkN%al Aiwmal Care and Use Committee (lACUC) A summary of aM such exceptions Is attached lo this arsnual report *ii 
addition lo identilying the lACUC approved exceptions, this summary includes a briel explanation of the exceptions, as well as the species amj number of anrmaH aftecled 

4). The allcTMlmg veterinarian tor this research lacilily has appkopriale authority to ensure the provision of adequate veterinary care arnf lo oversee the adequacy of other aspects of 
animal care and use. 


CERTIFICATION BY IIEADQU AKTCS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I rarlily that the above is true, correct, and complete (7 U S.C Section 2143) 


(b)(6), (b)(7)c 


E SIGNED 




(AUG 91 ) 


PART 1 • HEADOUABTERS 


TNs report is required by law (7 USC 2143). Failure to report accordiog to the regulations can 
result in an order to cease and cestst and to be subject to penalties as provided for in Section 2150. 
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REGISTRATION NO. 
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I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACNJTY (Attech eddHonel Mheets t necessary or um tNs form ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 

animals being 
bred. 

conditioned, or 
held for use In 
teacNrig. testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 

animals upon 
which teaming, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
useof paiTi- 
relievirig drugs. 

0. Number of antmals upon 

which experiments, 
teacNng, research, 
surgery, or tests were 
coTiducted Involvfrig 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
iranquittiing drugs were 
used. 

E. Number of animals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to tiw animals arxl for which the use of appropriate 
anesthetic.analges»c. or tranquilizirtg drijgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exptanation of 
the procedures producing pah or distress in these 
animats end the reesons such &vgs were not ueed 
must be attached to this report) 
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ASSURANCE STATEMENTS 


and following actual research, teaching, testing, surgery, or eicpertmentation were followed by this research facility. 

2) Each principal investigator has considered altemalives to painM procedures. 

3) TIte is adhering to the standards arid regutatione under^ Act and it has required that exceptions to the standarrto and reg ulatlonjt b ejgadftad 


sumr 




summary Includes a brief explanation of the excepdorts. as wei as the spades arid number of ariimals affected. 

4) The attendmg veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterirury care and to oversee the adequacy of other 
aspects of animal care arid use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correcl and complete (7 U.S.C. Section 2143) 


(b)(6), (b)(7)c 


DATE SIGNED 

/ > Ofc 


EADQUARTERS 


Column E Explanation 2006 

1. Registration Number: ll-R-0002 

2. Number of animals used in this study: 145 total (7023A) (4 in Category E) 

3. Species (common name) of animals used in this study: Shrew 

4. Explain the procedure producing pain and/or distress: 

Live trapping for this protocol involves the use of HB Sherman aluminum box traps. 
Traps are baited with a mixed ball of peanut butter and oats weighing ~ 6 grams and 
are placed at field sites in the afternoons (after 3pm) and checked the following 
morning. Traps are usually checked within 1-2 hours after sunrise, rebaited and 
examined around noon and then closed and reopened in late afternoon. Trapping 
operations performed prior to June 21 and after September 21 have the added 
complication of cooler temperatures. Consequently, when trapping occurs at this 
time, cotton batting is added to Sherman traps to insulate captured animals. Four (4) 
shrews referenced above were found deceased in the live animal traps. 

5. Provide scientific justification why pain and/or distress could not be relieved. 
State methods or means used to determine that pain and/or distress relief 
would interfere with test results: 

Shrews have high energetic costs relative to other small mammal species. This may 
result in higher mortality among trapped individuals despite precautions such as 
checking the traps early and frequently, placement of adequate insulation material 
(bedding), and food in the traps. 


